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SECRET 
SECURITY INFORMATION: 25X1A 


German Democratic Republic FDD Abstract of 


WEST BERLIN MEDICAL SUPPLY CONCERNS BLACKLISTED IN THE GDR (2 pp; German; 15 November 1951) 
25X1X 


This two-page typewrittem document is a directive to the Berlin-Buch City Hospital from 
the Magistrate of Berlin, Department of Health, The dixective states that the D,, artment of 
Health received from the Department for Circulation of Money and Examination, a ist of West 


Berlin firms which operate under false addresses or cover names, No medical supplies are to 
be purchased from these firms, 
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A list of 16 West Berlin firms is given, each with a real and a false address, or simply 
the notation "gover firn." 
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25X1A 
German Democratic Republic FDD Abstract of 


GDR SUBSIDY PAYMENT TO THE MAGDEBURG MACHINE-BULLDING PLANT OTTO GRUSON (1 p; German; 


14, Nev 51) 


This report consists of a one-page typewrittenlC~‘“‘éidiL et, dated 1 954 
November 1951, from the main department for the budget of the GDR Ministry of Finance 
to the main referat for the budget of the Ministry of Heavy Industry. The letter requests 
that the main referat make payment to the Magdeburg~Buckau Machine-Building Plant Otte 
Gruson of the GDR branch of the SAG AMO (Soviet Corporation for Machine-Buildigg). The 
amount of the payment: 93,409.15 Deutsche marks. Reasen for the payment: price support 


for the forging steel inget production of the plant suximg covering the month of September 
1951. 


The subsidy amount was calcilated as fellows: 


Total amount of price support for September 1951 116,716.65 DM 
less overpayment for the month of August 1951 23,307.50 DM 


93,409.15 DM 
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